GRAPHITE ISSUES 


More perfinned graphites have been reported:- 


BE (232.1) on SG 594 ) 
CWS (853) on SG 561 ) by I.C. Burns 
WILLS (437.1) on SG 577 by A.E. Smith 


A member, who wishes to remain anonymous, reports :- 
HM/SO on SG 599, 605 and 588 


The latter is reported as having only one line (Spec. S18 cœ) 
and may solve a problem as these were from residual stock 
used up generally after the Southampton experiment was 
completed. Perhaps many of these non-Southampton area 
perfins come from these residual stocks. 
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